This report is required by law {7 DSC 2143), Failure to report according lo the regulations can 
result in an order to cease and desisi and to be subject to penalties as provided for in Section 21i 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


See attached fbnn for 
additional information. 


1 - CERTIFICATE NUMBER: 22-R-0022 
CUSTOMER NUMBER: 'j7@ 


Princeton University 
P O Box 36 
Princeton. NJ 08544 

Telephone: (609) -258-3976 


Interagency R^xjrt Control No.: 


FORM APPROVED 
0MB NO. 0579-0036 


3. REPORTING FACIUTV ( Ustall locations***™ animals wefa housaO orusad in actoai rasaaoch, tssUns, or expsrimantalion, or heJd for thasa pon)oses. Atla^ additional shaete if necessary ) 


FACILITY LOCATIONS ( sites ) - See Alached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY I Attach additional a heela if necessaiv or use APHIS Form 7023A I 



Animals Covered 
By The Animal 
Weifare Regulations 


B. Number of animal 
being bred, 
conditioned, or 
heiQ f<x use rn 
teaching, testing, 
experiments, 
research, or 
surgery but not y« 
used for such 
purposes. 


C. Number of 
animals upon 
which leaching, 
research, 
experiments, or 
tests were 
conducted 
invotving no pain, 
distress, or use a 
pain-relieving 


Number oi animals upon 
a^ich experiments, 
teaching, research, 
surgery, or tests were 
concluded involving 
accompanying pain or 
distress to the animais an 
for which appropriate 
anestfietic. analgesic, or 
tranquUizing drugs were 


E, Number of animals upon which teaching, experiments, F. 
research, surgery or tests were conducted involving 
acconpanying pain or distress to the animals and for wh 
the USB of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or Interpretation of the leaching, research, experiments, 
surgery, or tests, ( An explanation of the procedures 
producing pain or distress in these animals and the reasr 
such drugs were not used must be attached to diis report 


TOTAL NUMBER 
OF ANiMALS 

( COLUMNS 
C+D+E) 



2 ) Each principal investigator has considered allefnatives to painful procedures. 

brief explanation Of. h* expeptlons, as «ell aViha -n addition to idenWng the lACUOapproved exceptions, this sanity int 

4) ^°^«^^in9vete ririariariforthlsresearphfactlttyhasapproprtaleaulhorilytoerisu™thep™visionofade,uatevelerina,yca™aridlooverseetheadepuacyofott™raspectsofanin^loa™and 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
IChief Executive Officer or Legally Responsible Institutional Offidal ) 


sfl orPrht) 


b6, b7c 


b6, b7c 


DATE SIGNED 


NOV 9 4 2008 


















